OLD  POST  CHAPEL 
Fort  Sill,  Oklahoma 
Built   in   1875-76  while  General  Reno 
kenzie    was    post  commander, 
believed  to  be  the  second  oldest  hoi 
still  in  use  in  Oklahoma. 


47480 


Address 


IRENE  C.  WOLFF 
26  Grove  Street 
Cos  Cob^  Connecticut 


